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Mint of the United States at Philadelphia, Pa., 
Coiner’s Department, 
July 7, 1885 


Hon. Dan’. M. Fox, 
Superintendent 


Sir: - 


I have the honor to state that Miss S.J. Gregory was nominated as an Adjuster last 
February, and has not reported for duty. 


Mr. Michael Specht, an employee of this Department, has been absent sick for over a 
month. The doctor states his case as typhoid malarial fever. 


I have the honor to be 
Very Respectfully 
Your obdt. servt. 
WS. Steel 

Coiner 


